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DRAFTED BY: IO/SCT: MR. CAVANAUGH 
APPROVED BY: IO/SCT: MR. CAVANAUGH 
OES: DHOYLE 
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P 151645Z JUL 75 

FM SECSTATE WASHDC 

TO USMISSION IAEA VIENNA PRIORITY 

UNCLAS STATE 135159 

CORRECTED COPY (OMISSION PARA 1) 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, TECH 

SUBJECT: ADVISORY GROUP MEETING ON EXPERIMENTAL ASPECTS OF 
LASER-ELECTRON BEAM PRODUCED THERMONUCLEAR PLASMA, 
TRIESTE, AUGUST 25-29, 1975 

REF: IAEA VIENNA 4293 

1. MISSION MAY NOMINATE FOLLOWING FIVE EXPERTS TO 
PARTICIPATE IN SUBJECT MEETING AT NO EXPENSE TO IAEA: 

DR. GENE MCCALL, LASL; DR. MOSHE LUBIN, UNIVERSITY OF ROCHESTER; 
DR. JOHN EMMETT, LLLGV DR. GLENN KUSWAN ERDA/WASHINGTON; 

AND DR. GERALD YONAS, SANDIA LABORATORIES, P.O. BOX 5800, 
ALBUQUERQUE, NEW MEXICO 87115. 

2. OFFICIAL INVITATION AND RELATED BACKGROUND PAPERS 
SHOULD BE SENT DIRECTLY TO PARTICIPANTS. 

3. ALL ABOVE NAMED PARTICIPANTS HAVE ERDA "Q" CLEARANCE, 

WHICH SATISFIES REQUIREMENTS SECTION VIII, E.O. 10422. 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 JUL 1975 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE135159 

Document Source: CORE 

Document Unique ID: 00 

Drafter: IO/SCT: MR. CAVANAUGH 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750752/aaaabujt.tel 

Line Count: 61 
Locator: TEXT ON-LINE 
Office: ORIGIN 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
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Original Previous Handling Restrictions: n/a 
Page Count: 2 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
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Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ADVISORY GROUP MEETING ON EXPERIMENTAL ASPECTS OF LASER-ELECTRON BEAM PRODUCED THERMONUCLEAR PLASMA, 

TRIESTE, AUGUST 25-29, 1975 
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